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This drawing, specifications, and concepts contained here in are the sole property of 
Dart Aerospace, and may not be reproduced or used in any fashion without the DESCRIPTION DATE INITIAL | APPROVED 


prior witienipermission'or Dart Aerospace Eugenes OR: ADDED -1 Ø.668 REFERENCE DIMENSION, ADDED -3 MISSING .95 DIMENSION AND DATUM CONTROL | 49/5/0011 | RUC 
FEATURES PER G.E. ADDED RB TO TOOL NO. PER RW. 


16-0263 -1 CH'D DIM WAS 21.900 IS (21.90, CH'D NOTE WAS ENGRAVE T/N IS ENGRAVE T/N, S/N, "MADE IN 12/6/2016 
USA". -15 MODIFIED DESCRIPTION WAS HOSE IS RED HOSE. 
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UNLESS OTHERWISE SPECIFIED 
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SECTION B-B 


NOTE: PIPE FITTING MUST NOT PROTUDE INTO THE 
INTERIOR WHEN FULLY THREADED. 
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